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FARM     BUILDING 


PLAN  NO.  5863 


(7  SHEET) 
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This  8-foot  unit  contains  four  individual  brooders,  two 
on  each  side.  Each  brooder  is  closed  at  the  back  and 
ends  and  has  a  canvas  skirt  extending  to  within  a  foot 
of  the  floor  along  the  open  side.  Each  is  heated  by  an 
incandescent  lamp  that  is  protected  by  hardware  cloth. 


Construction  is  of  1-inch  boards  and  %-inch  ply- 
wood. When  several  units  are  placed  end  to  end, 
each  must  be  plugged  in  separately  to  an  electrical 
service  outlet  that  is  properly  wired  to  carry  the  load. 
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Complete  working  drawings  may  be  obtained  through 
your  county  agent  or  from  the  Extension  agricultural 
engineer  at  most  State  agricultural  colleges.  There  is 
usually  a  small  charge. 

ORDER  PLAN  NO.  5863,  COMBINATION  LAMB 
BROODER  AND  EWE  FEEDER 
If  working  drawings  of  this  plan  are  not  available  in 
your  State,  write  to  the  U.S.  Department  of  Agricul- 
ture, Agricultural  Engineering  Research  Division,  Plant 
Industry  Station,  Beltsville,  Md.  The  U.S.  Department 
of  Agriculture  does  not  distribute  drawings,  but  will 
direct  you  to  a  State  that  does  distribute  them. 
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